AMENDMENT NO. 1 JUNE 2017 
TO 
IS 14562 : 2014 FIRE RESISTING COMPUTER MEDIA 
PROTECTION CABINETS — SPECIFICATION 


(First Revision) 


(Page 1, clause 6.1, Example) — Substitute the following for existing 
example: 


‘Example 


A fire resisting computer media protection cabinet of Type FR 60, double 
cabinet construction and nominal size 400 shall be designated as: 


Fire Resistance Computer Media Protection Cabinet FR 60 DC x 400, 
IS 14562 


A similar cabinet of single cabinet construction shall be designated as: 


Fire Resistance Computer Media Protection Cabinet FR 60 SC x 400, 
IS 14562’ 
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